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3.64 (d) REPEAT 

CLEANING, SANITIZATION, HOUSEKEEPING. AND PEST CONTROL, 

There are an excessive number of Fruit lhes present in the back oF the "reptile house", The majority of the flies are 
located within an Enclosed truil box, however ibers ere a large number of 'nji[ fliES in fhe area surrounding the fruit 
box. Pesl control devices are present in this area or the ladllly, but there arc still an excessive number el Hies flying 
around and landing on the walls, loril boxes and objects surrounding the bones Two ring tailed lemurs, one red ruffed 
larnur and a vervel are housed in Ihis area. The licensee ccnFirrred iheee are Frul Hies. The presence ul pests can 
lead lo health hazards For the animals A safe and effective program lor the control of pests, Including Hies, must be 
established and maintained. 

3.125 (a) REPEAT 

FACILITIES. GENERAL 

The inside walls oF Ihe shelter in Ihe enclosure housing one zebu are made of wood and Ihe wood is severely worn 
ard soiled. There is a very large hole present on one wall d the shelter and that same walll has a bgild-up of brown Ed 
black grume present ma«nly on the lower half of the wall. Housing facilities lhal are no! maintained In good repair 
cookj pose an injiury hazard to the animals- All housing facilities must be Structurally sound and shall be maintained 
in cucd repair lo protect the animals I ru m injury. 

3.131 Id) REPEAT 

SANITATION, 

There are an excessive number of Flies present in m,uhip!e areas ihroughoul the entire facility There are an excessive 
number of Injil flies present in the buck ol the "reptile house". The majority of (he flies ere located within an enclosed 
fruil box, however there are a large number of Irult flies in the area surrounding the Iruil box.. There are two coall 
mundi and one serval located in this area. The licensee confirmed ihese are Fruit flies Pest conirol devices are 
present in Ihis area oF lbs ladlity, but ihsre are still an excessive number or flies hying around and landing on lbs 
watts, Irult boxes and objects surrounding the boxes 

Ollier areas wilh excessive Hies include llna enclosure housing the capybara. the Meishan pig enclosure, and in Ihe 
area immediately acjacenl to the kinEajou enclosure in the entryway lo the zoo. The Flies within the capybara 
enclosure are mainly located on iwg halves oF watermelon that are located next to Ihe shelter 
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and on the ground surrounding the watermelon The Flies in the Meehan pig enclosure are located on and wthin the 
fond and 'pad receplncle lor the pigs as well Si the ground surrounding the load recaplacte. Thera ere a large 
number of (lies flying around the kinkajou enclosure in the Irani enlryway to the zoo. A few Ihes are localed wilhln the 
enclosure and are landing on (he animal. The presence ol pests can lead to health nazards for the animals. A safe 
and elleahve program for 1h£ control cl pesls, including flies, must be established and maintained. 


Inspection and esit briefing conducted with the owner, Ad Chad Moore, VMO Heather Cole and liDALS 
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